MONUMENT RECORD 
State of Indiana - County of Monroe 


Section: 31 Township: 8 North Range: | West Corner ID: Per E-25 


Monument Description & Remarks: 5/8" rebar with cap missing. Survey Sign 3'5ft above 
ground at pt. (B). ClCr E-01 offset corner, 5/8" rebar with cap, S 86° E 96.10! to pt. ( Az). 


References On File: Bledsoe Tapp & Riggert survey, Rogers Group (2003), on file in Recorder 
Office, cabinet (S), envelope (219-220). 


RECOVERY TIE DRAWING 
Fleld Book 38 Page No. 43 








Section 3 Section 32, 
, T8N, RIW 
Powerli 
Section 06, Section 05, 
T7N, RIW TIN, RIW 


A - 5/8" rebar 


B -S 70° W 0.40' to Survey Sign 
on Metal Post 

C -N 88° W 27.19' to MAG nail 
in 10" Power Line Pole 

D -N 25° E 22.88' to R.R. Spike 
in 6"x9" Power Line Pole 

E - N 50° E7.41' to South West 
corner of Limestone Block 





Not To. Scale 
Compass Bearing Magnetic Nerth 


I, Kevin P. Enright, Monroe County Surveyor, hereby .agrtity that this document was prepared under my 


direction in accordance with the provisions of sk HB) 1 11 of the Indiana Code; and the above data 
iS given under my hand and seal this 11th dg of “October”. 
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